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Q. Inspection reports, IE Bulletins & correspondence

9202110001 NRC Info Notice 92-013, "Inadequate Control Over Vehicular Traffic at Nu-
clear Power Plant Sites."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227.

9202110056 Suppl 1 to NRC Info Notice 92-002, "RELAP5/MOD3 Computer Code Error
Associated W/Conservation of Energy Equation."

ROSSI.C.E, Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185.

9202190037 NRC Info Notice 92-014, "U Oxide Fires at Fuel Cycle Facilities."
CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223.

9202190038 NRC Info Notice 92-015, "Failure of Primary Sys Compression Fitting."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/24.
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184.

9202190317 NRC Info Notice 92-016, "Loss of Flow From RHR Pump During Refueling
Cavity Draindown."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25.
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139.

9203040034 Ack receipt of 920124 Itr responding to 911127 Itr re failure to perform
adequate initial & independent verification of emergency svc water valve position.
BLOUGH.A.R. Region 1 (Post 820201). 92/02/25. MILLER.D.B. Philadelphia Electric
Co. 3pp. 60767:054-60767:062.

9202190371 NRC Info Notice 92-017, "NRC Insps of Programs Being Developed at Nu-
clear Power Plants in Response to Generic Ltr 89-10."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26.
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011.

9202240025 NRC Info Notice 92-018, "Potential for Loss of Remote Shutdown Capabil-
ity During Control Room Fire."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/28.
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150.

9203030435 Notification of contract execution.task order 30.to "Nuclear Power Reactor
Operations.Mod & Maint Insp Svcs." Contractor:Parameter,Inc.
DUBOSE.B.J. Division of Contracts & Property Management (Post 890205). FIN L-
1343-2. 92/02/28. SCHWINK.W.S. Planning, Program & Management Support Branch
(Post 870411). THOMAS.B.E. NRC - No Detailed Affiliation Given. 1p. 60773:099-
60773:106.

-9203030440 Ltr contract NRC-03-89-027,authorizing commencement of work on task
order 30, "Integrated Performance Assessment Team Insp - Peach Bottom," under
contract.

SCOTT.M.L Contract Administration Branch 1 (Post 900603). FIN L-1343. 92/02/14.
LOFY.R.A. PARAMETER, Inc. 7pp. 60773:100-60773:106.

9202250331 NRC Info Notice 92-019, "Misapplication of Potter & Brumfield MDR Rotary
Relays."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02.
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042.

9203100123 Forwards insp repts 50-277/92-04 & 50-278/92-04 on 920121-0224.Viola-
tion noted but not cited.

BLOUGH.A.R. Region 1 (Post 820201). 92/03/02. SMITH.D.M. Philadelphia Electric
Co. 3pp. 60844:151-60844:172.

-9203100131  Insp repts 50-277/92-04 & 50-278/92-04 on 920121-0224. Violations
noted     but    not    cited.Major    areas    inspected:     operational     safety.radiation
protection,physical security, control room activities,licensee events.
DOERFLEIN.LT. Region 1 (Post 820201). 92/02/28. 20pp. 60844:154-60844:172.

9202260208 NRC Info Notice 92-020, "Inadequate Local Leak Rate Testing."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03.
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046.

9203100249 Forwards insp repts 50-277/92-06,50-278/92-06,50-352/92-09 & 50-353/
92-08 on 920210-14.Corrective actions for identified violations reviewed re contain-
ment leak rate testing.

DURR.J.P. Region 1 (Post 820201). 92/03/03. SMITH.D.M. Philadelphia Electric Co.
4pp. 60845:197-60845:206.

-9203100253 Insp repts 50-277/92-06,50-278/92-06,50-352/92-09 & 50-353/92-08 on
920210-14.Major areas inspected:followup of previously identified items.
CHAUDHARY.S.K,, EAPEN.P.K. Region 1 (Post 820201). 92/02/25. 6pp. 60845:201-
60845:206.

9203160055 Forwards insp repts 50-277/92-05 & 50-278/92-05 on 920127- 31 .No vio-
lation noted.

BETTENHAUSEN.L Region 1  (Post 820201). 92/03/05. SMITH.D.M. Philadelphia
Electric Co. 3pp. 60911:074-60911:085.

-9203160058 Insp repts 50-277/92-05 & 50-278/92-05 on 920127-31.No violations
noted.Major areas inspected:review procedures & implementation of maint work order
& clearance & tagging programs.

FINKELA, BLUMBERG.NJ. Region 1   (Post 820201). 92/03/03. 9pp. 60911:077-
60911:085.

9203170120 Forwards exam repts 50-277/92-01 OL.50-278/92-010L, & 50-352/92-02 &
50-353/92-02OL during wk of 920113.Six of seven candidates passed all portions of
exam.

BETTENHAUSEN.L Region 1  (Post 820201). 92/03/06. SMITH.D.M. Philadelphia
Electric Co. 4pp. 60924:135-60924:227.

-9203170135  Exam  repts 50-277/92-01 OL.50-278/92-01 OL.50-352/92-02OL & 50-
353/92-020L on 920113-1 S.Exam results:six of seven candidates passed all portions
of exam.One candidate failed operating portion for Limerick.
WILLIAMS.J. Region 1 (Post 820201). 92/03/04. 76pp. 60924:139-60924:219.

-9203170161 Discusses pre-exam review of multisite LSRO license written exam & re-
quests concerns for inclusion of written exam grading process by NRC.
LEITCH.G.M.  Philadelphia  Electric Co.  92/01/17.   MARTIN.T.T.   Region  1   (Post
820201). 8pp. 60924:220-60924:227.

9203300226  Submits clarification of second  interval inservice  insp program  relief
requests.submitted via util 901115 Itr. Updates attributed to use of improved exam
equipment, advances in NDE technology & selection of components.
BECK.G.J. Philadelphia Electric Co. 92/03/19. Document Control Branch (Document
Control Desk). 33pp. 61207:264-61207:291.

9203300264 Provides response to violations & proposed imposition of civil penalties
noted in Insp Repts 50-277/91-33 & 50-278/91-33.Corrective actions:Unit 3 MSRV re-
moved & replaced during eighth refueling outage.

SMITH.D.M. Philadelphia Electric Co. 92/03/20. Document Control Branch (Document
Control Desk). 11pp. 61199:314-61199:324.

R. Periodic operating reports & related correspondence

9203030322 Fowards Serni-Annual Effluent Release Rept 32 for Jul-Dec 1991.
MILLER.D.B. Philadelphia Electric Co. 92/02/28. Document Control Branch (Docu-
ment Control Desk). 1p. 60820:326-60820:340.

-9203030325 "Peach Bottom Atomic Power Station Semi-Annual Effluent Release Rept
for Jul-Dec 1991."

*  Philadelphia Electric Co. 91/12/31. 14pp. 60820:327-60820:340.

9203030389  Forwards  "1991   Occupational  Exposure  Rept"  &  revised tables for
1988,1989 & 1990 & actual TLD dose rates for occupational exposure repts.
MILLER.D.B. Philadelphia Electric Co. 92/02/28. Document Control Branch (Docu-
ment Control Desk). 1p. 60802:141-60802:146.

-9203030394 "Standard Format for Reporting Number of Personnel & Man-Rem by
Work & Job Function for the Period Jan-Dec 1991."

*  Philadelphia Electric Co. 91/12/31. 2pp. 60802:142-60802:143.

-9203030402 Revised "Annual Whole Body Exposure for 1990."

*  Philadelphia Electric Co. 90/12/31. 1p. 60802:144-60802:144.

-9203030407 Revised "Annual Whole Body Exposure for 1989."

*  Philadelphia Electric Co. 89/12/31. 1p. 60802:145-60802:145.

-9203030416 Revised "Annual Whole Body Exposure for 1988."

*  Philadelphia Electric Co. 88/12/31. 1p. 60802:146-60802:146.

9203060263 Forwards annual progress rept for implementation of control room
enhancements.per NUREG-0737,including revised Human Engineering Discrepancy
(HED) Assessment Forms HED D5-09 & HED SD5-01.

BECK.GJ. Philadelphia Electric Co. 92/02/28. Document Control Branch (Document
Control Desk). 22pp. 60858:039-60858:060.

9203060272 Forwards fitness for duty program performance data for Jul- Dec 1991.
BECK.G.J. Philadelphia Electric Co. 92/02/28. Document Control Branch (Document
Control Desk). 16pp. 60860:072-60860:087.

9203170347 Monthly operating repts for Feb 1992 for Peach Bottom Atomic Station
Units2&3.W/920313ltr.

BARON.MJ.,  MILLER.D.B. Philadelphia Electric Co.  92/02/29.  14pp. 60981:253-
60981:266.

9203240054 Forwards updated info from Peach Bottom Citizens Radiological Monitoring
Network.

BORES.R. Region 1  (Post 820201). 92/03/12. HAMMONS.D. Federal Emergency
Management Agency. 17pp. 61053:187-61053:203.

V. Operator Examinations

9203020144 Responds to NRC 911216 request for addl info re nuclear review board
chairman & shift supervisors including rationale for maintaining mix of degreed & non-
degreed shift managers.

SMITH.D.M. Philadelphia Electric Co. 92/02/20. Document Control Branch (Document
Control Desk). 5pp. 60789:305-60789:309.

9203170120 Forwards exam repts 50-277/92-01 OL.50-278/92-01OL, & 50-352/92-02 &
50-353/92-02OL during wk of 920113.Six of seven candidates passed all portions of
exam.

BETTENHAUSEN.L Region 1  (Post 820201). 92/03/06. SMITH.D.M.  Philadelphia
Electric Co. 4pp. 60924:135-60924:227.

-9203170135 Exam repts 50-277/92-01 OL,50-278/92-010L,50-352/92-02OL & 50-
353/92-02OL on 920113-15.Exam resuits:six of seven candidates passed all portions
of exam.One candidate failed operating portion for Limerick.

WILLIAMS.J., CONTE.RJ. Region 1   (Post 820201). 92/03/04. 76pp. 60924:139-
60924:219.

-9203170161 Discusses pre-exam review of multisite LSRO license written exam & re-
quests concerns for inclusion of written exam grading process by NRC.
LEITCH.G.M.   Philadelphia  Electric  Co.  92/01/17.  MARTIN.T.T.   Region  1   (Post
820201). 8pp. 60924:220-60924:227.

9203300068 Notifies that NH Nunn & BS Oliver no longer require senior operator li-
censes due to reassignment of duties.

BECK.G.J. Philadelphia Electric Co. 92/03/24. Document Control Branch (Document
Control Desk). 1p. 61165:027-61165:027.
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F. Security, medical, emergency & fire protection plans

9203030317 Forwards copy of completed survey & data point library ref file for use in
implementation of specific Emergency Response Data Sys interface & data base.in
response to NRC 900605 Itr.

BECK.G.J. Philadelphia Electric Co. 92/02/19. Document Control Branch (Document
Control Desk). 200pp. 60797:228-60798:118.. 6pp. 60997:037-60997:042.
